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In the cut, which shows the arrangement of the Koerting glass
or platinum spray nozzles, the water enters at P, passes through the
filter F, and from there through the float valve B into the tank,
from where the pump takes the water, forcing it under sixty pounds
pressure to the nozzles installed on the top of the chamber. Each

FIG. 232.   REMOVING DUST BY MEANS OF SPRAY NOZZLE.
nozzle is protected by means of a separate strainer, which is neces-
sary on account of the small openings.
The application of these nozzles for removing and precipitating
dust is shown in Fig. 232. The air or gases enter at E and are
discharged at A completely cleaned. The air is forced through the
dust collector by jet ventilators or rotary fans. The precipitating